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UNCLASSIFIED 

PAGE 01 HONG K 08533 250821Z 
12 

ACTION SY-05 

INFO OCT-01 ISO-OO /006 W 

064159 

R 250634Z JUL 75 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC 6101 
AMEMBASSY BEIRUT 
AMEMBASSY ADDIS ABABA 
AMEMBASSY PANAMA 
AMCONSUL FRANKFURT 

UNCLAS HONG KONG 8533 

DEPT FOR A/SY/T 

ADDIS ABABA, BEIRUT, FRANKFURT & PANAMA FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV PROBLEMS 

REF: 6/26/75 MEMO TO CHIEF, A/SY/TN FROM OIC/RTC BEIRUT 
ON CCTV PROBLEMS 

1. AS NOTED IN REF, LLV8080 AND LLV8093 SILICON VIDICON TUBES 
HAVE SLOW BUILDUP AND HIGH RETENTIVITY. 7262A TUBE, EMPLOYED 
IN OLDER MTC-21 CAMERAS, HAS MUCH FASTER BUILDUP TIME AND 
LOWER RETENTIVITY (THOUGH LESS SENSITIVE). 

2. HAVE SUBSTITUTED 7262A FOR 8093 IN D/N SYSTEM AND HAVE 
DERIVED MORE STABLE OPERATION. NOW EMPLOYING 7262A IN MARK II 
CAMERA TO COVER ELEVATOR DOORS AND RECEPTION AREA TO EXECUTIVE 
SUITE; IN SUCH CLOSE QUARTERS, 7262 PERMITS IDENTIFICATION OF 
PEOPLE ON THE MOVE WHICH WOULD BE A BLUR ON CAMERAS 

WITH A SILICON TUBE. 

3. REQUEST YOU CONSIDER STOCKING RTCS WITH 7262A VIDICON 
TUBES. 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 
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Disposition Remarks: 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750257-0099 
From: HONG KONG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750722/aaaaatus.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
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Reference: n/a 
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